INDEX TO VOLUME 69 


Author index* 


A 

Abbate MF (see Tjan and Abbate). 1993;69:41-5 

Aguirre A (see Hansasuta et al). 1993;69:611-6 

Akagawa Y, Ichikawa Y, Nikai H, Tsuru H. Interface histology of 
unloaded and early loaded partially stabilized zirconia endos- 
seous implant in initial bone healing. 1993;69:599-604 

——, Matusmoto T, Kawamura M, Tsuru H. Change of subgingi- 
val microflora around single-crystal sapphire endosseous im- 
plants after experimental ligature-induced plaque accumulation 
in monkeys. 1993;69:594-8 

——, Seo T, Ohkawa S, Tsuru H. A new telescopic crown system 
using a soldered horizontal pin for removable partial dentures. 
1993;69:228-31 

—— (see Sagara et al). 1993;69:281-8 

Al-Duwairi Y, Hadj-Hamou R. Amalgam restorations: a new ap- 
proach. 1993;69:138-40 

Al-Shammery AR (see Dimashkieh and Al-Shammery). 1993; 
69:8-11 

—— (see Dimashkieh and Al-Shammery). 1993;69:533-5 

Alsawaf MM, Missert W, Janecka IP. Effect of lateral cranial base 
surgery on temporomandibular joint function. 1993;69:200-8 

Anderson RJ, Janes GR, Sabella LR, Morris HF, DVA Coopera- 
tive Study No. 147. Comparison of the performance on prosth- 
odontic criteria of several alternative alloys used for fixed crown 
and partial denture restorations: Department of Veterans Af- 
fairs Cooperative Studies Project 147. 1993;69:1-8 

Anglada J-M (see Samso et al). 1993;69:446-7 (Tips) 

Appleby DC, Dietz AJ. A resin-bonded conversion attachment for 
the reversal of key/keyway position in a nonrigid connector. 
1993;69:121-2 (Tips) 

Aquilino SA (see Gates et al). 1993;69:12-6 

—— (see Inturregui et al). 1993;69:503-9 

Arcuri MR, LaVelle WE, Fyler E, Jons R. Prosthetic complications 
of extraoral implants. 1993;69:289-92 

——., Schneider RL, Strug RA, Clancy JM. Scanning electron mi- 
croscope analysis of tooth enamel treated with rotary instru- 
ments and abrasives. 1993;69:483-90 

Assif D, Bitenski A, Pilo R, Oren E. Effect of post design on resis- 
tance to fracture of endodontically treated teeth with complete 
crowns. 1993;69:36-40 

Atsuta M (see Yoshida et al). 1993;69:357-62 


B 

Badr SE (see Jaggers et al). 1993;69:133-5 

Baharav H (see Cardash et al). 1993;69:620-3 

Bailey JH. Microhardness evaluation of a two-piece post and core 
technique. 1993;69:267-9 

Baker PS (see Berté et al). 1993;69:347-9 (Tips) 

Barghi N (see Della Bona and Barghi). 1993;69:443-4 (Tips) 

Ben-Amar A (see Cardash et al). 1993;69:620-3 

Berksun S, Kedici PS, Saglam S. Repair of fractured porcelain 
restorations with composite bonded porcelain laminate con- 
tours. 1993;69:457-8 

Berté JJ, Brandt RL, Baker PS. Use of tin plating instrument to 
strengthen the bond between the metal and a resin luting agent. 
1993;69:347-9 (Tips) 

Besimo C. Resin-bonded fixed partial denture technique: results 
of a medium-term clinical follow-up investigation. 1993;69:144-8 

Bezzon OL. Allergic sensitivity to several base metals: a clinical 
report. 1993;69:243-4 

Biller H. Removing broken abutment screws from internally 
threaded implants. 1993;69:344 (Tips) 

Bitenski A (see Assif et al). 1993;69:26-40 


*January, 1-132; February, 133-242; March, 243-356; April, 357- 
456; May, 457-550; June, 551-658. 


JUNE 1993 


Blackman RB (see Boyle et al). 1993;69:19-27 

Bochiechio RA (see McIntyre et al). 1993;69:564-7 

Bona AD, Chan DCN. Customizing work authorization order. 
1993;69:124-5 (Tips) 

Boyle JJ Jr, Naylor WP, Blackmen RB. Marginal accuracy of 
metal ceramic restorations with porcelain facial margins. 
1993;69:19-27 

Brandt RL (see Berté et al). 1993;69:347-9 (Tips) 

Brantley WA (see Carr and Brantley). 1993;69:391-7 

Brasnu D (see Didier et al). 1993;69:520-3 

Breeding LC (see Williamson and Breeding). 1993;69:536-7 (Tips) 

—— (see Williamson and Breeding). 1993;69:634-5 

—— (see Williamson et al). 1993;69:630-1 

Burdairon G (see Monsénégo et al). 1993;69:106-13 

Burns DR, Douglas HB, Moon PC. Comparison of the retention of 
endodontic posts after preparation with EDTA. 1993;69:262-6 

Busby B (see Tan et al). 1993;69:250-7 


Cc 

Calikkocaoglu S (see Tunger et al). 1993;69:333-9 

Callow TJ (see Toth and Callow). 1993;69:448 (Tips) 

Calverley MJ (see Wong et al). 1993;69:363-8 

Cardash HS, Baharav H, Pilo R, Ben-Amar A. The effect of por- 
celain color on the hardness of luting composite resin cement. 
1993;69:620-3 

Carr AB, Brantley WA. Titanium alloy cynlinders in implant 
framework fabrication: a study of the cylinder-alloy interface. 
1993;69:391-7 

Casey DM, Scheer EC. Surface treatment of a temporary soft liner 
for increased longevity. 1993;69:318-24 

Catterlin RK, Plummer KD, Gulley ME. Effect of tinfoil substi- 
tute contamination on adhesion of resin denture tooth to its 
denture base. 1993;69:57-9 

Chan DCN (see Bona and Chan). 1993;69:124-5 (Tips) 

Chang W-C, Millshein PL. Effect of design of prefabricated post 
heads on core materials. 1993;69:475-82 

Chee WWL, Donovan TE. Use of existing pontics to maintain es- 
thetics with a transition prosthesis: a clinical report. 1993; 
69:136-8 

—— (see Cho and Chee). 1993;69:529-32 

Chen J-H, Xu J-W, Shing C-X. Decomposition rate of hydrogen 
peroxide bleaching agents under various chemical and physical 
conditions. 1993;69:46-8 

Chen P-S (see Luk and Chen). 1993;69:491-4 

Cheng-fan Z (see Sheng-gen et al). 1993;69:171-5 

Cho GC, Chee WWL. Custom characterization of the provisional 
restoration. 1993;69:529-32 

Clancy JM (see Arcuri et al). 1993;69:483-90 

Clerjaud B (see Monsénégo et al). 1993;69:106-13 

Cohen BI, Condos S, Deutsch AS, Musikant BL. Retentive prop- 
erties of a threaded split post with attachment sleeves cemented 
with various luting agents. 1993;69:149-54 

Cohen RE (see Hansasuta et al). 1993;69:611-6 

Condos S (see Cohen et al). 1993;69:149-54 

Craig RG (see Dootz et al). 1993;69:114-9 

Crim GA. Marginal leakage of visible light-glass ionomer restor- 
ative materials. 1993;69:561-3 

Cullen DR, Nelson JA, Sandrik JL. Peroxide bleaches: effect of 
tensile strength of composite resins. 1993;69:247-9 

Curtis DA (see Theusner et al). 1993;69:209-15 


D 
Dahl EW (see ' ‘tter and Dahl). 1993;69:442 (Tips) 
Dahl JE (see P« »zois et al). 1993;69:374-7 
Dastane A (see !! ag et al). 1993;69:573-7 





THE JOURNAL OF PROSTHETIC DENTISTRY 


DeBoer J. Edentulous implants: overdenture versus fixed. 1993; 
69:386-90 

de Groot K (see de Wijs et al). 1993;69:510-3 

(see de Wijs et al). 1993;69:514-9 

de Lange GL (see de Wijs et al). 1993;69:510-3 

—— (see de Wiljs et al). 1993;69:514-9 

Della Bona A, Barghi N. Removal of partially or fully polymerized 
resin from porcelain veneers. 1993;69:443-4 (Tips) 

Denissen HW, Wijnhoff GFA, Veldhuis AAH, Kalk W. Five-year 
study of all-porcelain veneer fixed partial dentures. 1993; 
69:464-8 

de Putter C (see de Wijs et al). 1993;69:510-3 

—— (see de Wijs et al). 1993;69:514-9 

Deutsch AS (see Cohen et al). 1993;69:149-54 

de Wijs FLJA, de Putter C, de Lange GL, de Groot K. Local re- 
sidual ridge augmentation with solid hydroxyapatite blocks. 
Part I: an animal experiment. 1993;69:510-3 

——, ——, ——, ——. Local residual ridge augmentation with solid 
hydroxyapatite blocks. Part II: correction of local resorption 
defects in 50 patients. 1993;69:514-9 

Dharmar S, Rathnasamy RJ, Swaminathan TN. Radiographic and 
metallographic evaluation of porosity defects and grain struc- 
ture of cast chromium cobalt removable partial dentures. 
1993;69:369-73 

Diaz-Arnold AM (see Gates et al). 1993;69:12-6 

Didier M, Laccoureye O, Brasnu D, Vignon M. New surgical ob- 
turator prosthesis for hemimaxillectomy patients. 1993;69:520-3 

Dietz AJ (see Appleby and Dietz). 1993;69:121-2 (Tips) 

Dimashkieh MR. Modified rotary design instruments for con- 
trolled finish line crown preparation. 1993;69:120-1 (Tips) 

——., Al-Shammery AR. Engraved fixed restorations to facilitate 
identification in forensic dentistry. 1993;69:533-5 

——,——. Sleeve design for a fixed partial denture. 1993;69:8-11 

Donovan TE (see Chee and Donovan). 1993;69:136-8 

Dootz ER, Koran A, Craig RG. Physical property comparison of 
11 soft denture lining materials as a function of accelerated ag- 
ing. 1993;69:114-9 

Douglas HB (see Burns et al). 1993;69:262-6 

Douglass JB, Meader L, Kaplan A, Ellinger CW. Cephalometric 
evaluation of the changes in patients wearing complete den- 
tures: a 20-year study. 1993;69:270-5 

DVA Cooperative Study No. 147 (see Anderson et al). 1993;69:1-8 


Edgerton M, Levine MJ. Biocompatibility: its future in prosth- 
odontic research. 1993;69:406-15 

Edwards CA (see Jaarda et al). 1993;69:416-24 

Ekstrand K, Hensten-Pettersen A, Kullmann A. Denture adhe- 
sives: cytotoxicity, microbial contamination, and formaldehyde 
content. 1993;69:314-7 

Elledge DA (see Schorr et al). 1993;69:165-70 

Ellinger CW (see Douglass et al). 1993;69:270-5 

Ergle JW (see Kovarik and Ergle). 1993;69:557-60 

Eshelman EG Jr. Shim stock placement for contact evaluation. 
1993;69:443 (Tips) 


F 
Fiebiger GE (see Toth and Fiebiger). 1993;69:542-3 (Tips) 
Fosdal T (see McCartney et al). 1993;69:439-41 
Frank G (see Weber and Frank). 1993;69:222-7 
Friedman JR. Five techniques for single tooth replacement on en- 
dosseous root-form implants. 1993;69:582-7 
Fyler E (see Arcuri et al). 1993;69:289-92 


G 
Gardner LK, Parr GR, Goldman BM. Viny! polysiloxane flasking 
of an ocular prosthesis. 1993;69:543-4 (Tips) 


640 


AUTHOR INDEX 


Garefis P (see Koidis et al). 1993;69:93-101 

Gates WD, Diaz-Arnold AM, Aquilino SA, Ryther JS. Comparison 
of the adhesive strength of a Bis-GMA cement to tin-plated and 
non-tin-plated alloys. 1993;69:12-6 

Gerhardt DE (see Sydiskis and Gerhardt). 1993;69:431-5 

Goldman BM (see Gardner et al). 1993;69:543-4 (Tips) 

Goldstein GR, Kiremidjian-Schumacher L. Bleaching: is it safe 
and effective? 325-8 

——, Schmitt GW. Repeatability of a specially designed intraoral 
colorimeter. 1993;69:616-9 

Gordon EK (see Lemon et al). 1993;69:344-5 (Tips) 

Grigoriadou E (see Koidis et al). 1993;69:93-101 

Grossman ES, Matejka JM. In vitro marginal leakage in varnished 
and lined amalgam restorations. 1993;69:469-74 

Guan O-Y (see Sheng-gen et al). 1993;69:171-5 

Guckes AD (see Shern et al). 1993;69:624-9 

Gulley ME (see Catterlin et al). 1993;69:57-9 


H 

Hadj-Hamou R (see Al-Duwairi and Hadj-Hamou). 1993;69:138-40 

Hager B (see Kohler and Hager). 1993;69:524-8 

Hansasuta C, Neiders ME, Aguirre A, Cohen RE. Cellular inflam- 
matory responses to direct restorative composite resins. 1993; 
69:611-6 

Hashem A, Morgano SM. A modified post puller. 1993;69:237-8 
(Tips) 

Hashikawa Y (see Hirai et al). 1993;69:49-56 

Hatala M (see Tallents et al). 1993;69:298-304 

Hayakawa I, Hirano S. A method to remold worn acrylic resin 
posterior denture teeth and restore lost vertical dimension of 
occlusion. 1993;69:234-6 

Hayes RJ, Wiley MG. Removal of resin-bonded fixed partial den- 
tures. 1993;69:445 (Tips) 

Heinzmann JL (see Krejci et al). 1993;69:425-30 

Hensten-Pettersen A (see Ekstrand et al). 1993;69:314-7 

Herman DA. A study of the antimicrobial properties of impression 
tray adhesives. 1993;69:102-5 

Hikida Y (see Kawano et al). 1993;69:216-21 

Hirai T, Ishijima T, Hashikawa Y, Yajima T. Osteoporosis and re- 
duction of residual ridge in edentulous patients. 1993;69:49-56 

Hirano S (see Hayakawa and Hirano). 1993;69:234-6 

Holmgren K, Sheikholeslam A, Riise C. Effect of a full-arch max- 
illary occlusal splint on parafunctional activity during sleep in 
patients with nocturnal bruxism and signs and symptoms of 
craniomandibular disorders. 1993;69:293-7 

Hooper PM (see Tan et al). 1993;69:250-7 

Howell TH (see Williams and Howell). 1993;69:551-7 

Hsu C-C, Millstein PL, Stein RS. A comparative analysis of the 
accuracy of implant transfer techniques. 1993;69:588-93 

Hummel SK. Esthetic veneers for use with forced eruption proce- 
dures. 1993;69:346-7 (Tips) 

Hung C-M, Weiner S, Dastane A, Vaidyanathan TK. Effects of 
thermocycling and occlusal force on the margins of provisional 
acylic resin crowns. 1993;69:573-7 

Huryn JM (see Lerner and Huryn). 1993;69:378-80 

Hutton JE (see Theusner et al). 1993;69:209-15 


I 
Ichikawa Y (see Akagawa et al). 1993;69:599-604 
Inturregui JA, Aquilino SA, Ryther JS, Lund PS. Evaluation of 
three impression techniques for osseointegrated oral implants. 
1993;69:503-9 
Ishijima T (see Hirai et al). 1993;69:49-56 


J 
Jaarda MJ, Lang BR, Wang R-F, Edwards CA. Measurement of 
composite resin filler particles by using scanning electron 
microscopy and digital imaging. 1993;69:416-24 


VOLUME 69 NUMBER 6 





AUTHOR INDEX 


Jacobs R, van Steenberghe D. Masseter muscle fatigue during 
sustained clenching in subjects with complete dentures, im- 
plant-supported prostheses, and natural teeth. 1993;69:305-13 

Jaggers A, Simons AM, Badr SE. Abutment selection for anterior 
single tooth replacement: a clinical report. 1993;69:133-5 

James JS. Rubber dam isolation of fixed partial denture. 1993; 
69:237 (Tips) 

Janecka IP (see Alsawaf et al). 1993;69:200-8 

Janes GR (see Anderson et al). 1993;69:1-8 

Johnson R (see McIntyre et al). 199°;69:564-7 

Jons R (see Arcuri et al). 1993;69:289-92 


K 

Kalant DC Sr (see Neidlinger et al). 1993;69:70-2 

Kalk W (see Denissen et al). 1993;69:464-8 

Kaplan A (see Douglass et al). 1993;69:270-5 

Kaplan P. Immediate rehabilitation after total glossectomy: a 
clinical report. 1993;69:462-3 

Kaplowitz GJ. Preparation of the dowel space. 1993;69:122 (Tips) 

Karkazis HC (see Kossioni and Karkazis). 1993;69:605-10 

Katzberg RW (see Tallents et al). 1993;69:298-304 

Kawamura M (see Akagawa et al). 1993;69:594-8 

Kawano F (see Matsumoto and Kawano). 1993;69:448-50 (Tips) 

Kawano W, Kawazoe T, Tanaka M, Hikida Y. Deep thermometry 
of temporomandibular joint and masticatory muscle regions. 
1993;69:216-21 

Kawazoe T (see Kawano et al). 1993;69:216-21 

Kedici PS (see Berksun et al). 1993;69:457-8 

Kinderknecht KE (see Williamson et al). 1993;69:630-1 

Kipnis V (see White and Kipnis). 1993;69:28-31 

Kiremidjian-Schumacher L (see Goldstein and Kiremidjian-Schu- 
macher). 1993;69:325-8 

Kohler B, Hager B. Influence of salivary levels of mutans strepto- 
cocci on colonization of crown margins: a longitudinal study. 
1993;69:524-8 

Koidis PT, Zarifi A, Grigoriadou E, Garefis P. Effect of age and sex 
on craniomandibular disorders. 1993;69:93-101 

Koka S, Linebaugh ML. A technique to reposition dies on the 
working model during fixed prosthodontic procedures. 1993; 
69:537-8 (Tips) 

Koran A (see Dootz et al). 1993;69:114-9 

Kossioni AE, Karkazis HC. The effect of intercuspal clenching on 
the massateric jaw-jerk reflex in humans. 1993;69:605-10 

Kovarik RE, Ergle JW. Fracture toughness of posterior composite 
resins fabricated by incremental layering. 1993;69:557-60 

Krejci I, Lutz F, Reimer M, Heinzmann JL. Wear of ceramic in- 
lays, their enamel antagonists, and luting cements. 1993; 
69:425-30 

Kullmann A (see Ekstrand et al). 1993;69:314-7 

Kutay O. A silicone rubber spacer used to determine the optimum 
thickness for hard and relilient materials in complete dentures. 
1993;69:329-32 


L 

Laccoureye O (see Didier et al). 1993;69:520-3 

Lang BR (see Jaarda et al). 1993;69:416-24 

Laurell KA, O’Neilly P. Retentive characteristics of an internally 
threaded post system. 1993;69:258-61 

LaVelle WE (see Arcuri et al). 1993;69:289-92 

Lee M-W. Restoring a calcified tooth with a cast pin-retained gold 
dome as support for a fixed prosthesis: a clinical report. 1993; 
69:459-61 

Leirskar J (see Nordbo et al). 1993;69:155-9 

Lemon JC, Martin JW, Gordon EK. Repair of urethane silicone 
prostheses. 1993;69:344-5 (Tips) 

Lerner TH, Huryn JM. Orbital prosthesis with a magnetically re- 
tained ocular component supported by osseointegrated im- 
plants. 1993;69:378-80 


JUNE 1993 


THE JOURNAL OF PROSTHETIC DENTISTRY 


Levin H (see Myers et al). 1993;69:578-81 

Levine MJ (see Edgerton and Levine). 1993;69:406-15 

Li S-H (see Shern et al). 1993;69:624-9 

Lilien BA (see Neidlinger et al). 1993;69:70-2 

Lill W, Thornton B, Reichsthaler J, Schneider B. Statistical anal- 
yses on the success potential of osseointegrated implants: a ret- 
rospective single-dimension statistical analysis. 1993;69:176-85 

Lima Verde MAR, Morgano SM. A dual purpose stent for the im- 
plant-supported prosthesis. 1993;69:276-80 

Linebaugh ML (see Koka and Linebaugh). 1993;69:537-8 (Tips) 

Ling BC. A white character denture labeling technique. 1993;69:545 
(Tips) 

Lipner M (see Reisberg and Lipner). 1993;69:196-9 

Litvak H, Malament KA. Prosthodontic management of temporo- 
mandibular disorders and orofacial pain . 1993;69:77-84 

Lloyd PM, Palik JF. The philosophies of dowel diameter prepa- 
ration: a literature review. 1993;69:32-6 

Luk K-C, Chen P-S. A new device for blockout procedures in ro- 
tational path removable partial dentures. 1993;69:491-4 

Lund PS (see Inturregui et al). 1993;69:503-9 

Lutz F (see Krejci et al). 1993;69:425-30 


M 

Malament KA (see Litvak and Malament). 1993;69:77-84 

Martin JW (see Lemon et al). 1993;69:344-5 (Tips) 

Matejka JM (see Grossman and Matejka). 1993;69:469-74 

Matsumoto N, Kawano F. Simplified technique of recording 
edentulous jaw relationship. 1993;69:448-50 (Tips) 

Matsumura H (see Yoshida et al). 1993;69:357-62 

Matusmoto T (see Akagawa et al). 1993;69:594-8 

McCartney JW, Vermilyea SG, Fosdal T. Modification of angu- 
lated abutments to avoid unesthestic display of metal. 1993; 
69:439-41 

McIntyre FM, Bochiechio RA, Johnson R. Marginal gap width of 
a new refractory porcelain system. 1993;69:564-7 

McPhee L (see Wolfaardt et al). 1993;69:186-95 

Meader L (see Douglass et al). 1993;69:270-5 

Meyer J (see Meyer et al). 1993;69:141-3 

Meyer RD, Meyer J, Taloumis LJ. Intraoral galvanic corrosion: 
literature review and case report. 1993;69:141-3 

Millstein PL (see Chang and Millshein). 1993;69:475-82 

—— (see Hsu et al). 1993;69:588-93 

Missert W (see Alsawaf et al). 1993;69:200-8 

Moghadam BK. In-office fabrication of a claspless interim partial 
denture. 1993;69:436-8 

Monsénégo G, Burdairon G, Clerjaud B. Fluorescence of dental 
porcelain. 1993;69:106-13 

Monteith BD. Minimizing biomechanical overload in implant 
prostheses: a computerized aid to design. 1993;69:495-502 

Moon PC (see Burns et al). 1993;69:262-6 

Morgano SM (see Hashem and Morgano). 1993;69:237-8 (Tips) 

—— (see Lima Verde and Morgano). 1993;69:276-80 

Morris HF (see Anderson et al). 1993;69:1-8 

Musikant BL (see Cohen et al). 1993;69:149-54 

Myers DE, Schooler NR, Zullo TG, Levin H. A retrospective study 
of the effects of edentulism on the severity rating of tardive 
dyskinesia. 1993;69:578-81 


N 

Nagy WW (see Toothaker and Nagy). 1993;69:232-3 

—— (see Wong et al). 1993;69:363-8 

Naylor WP (see Boyle et al). 1993;69:19-27 

Neiders ME (see Hansasuta et al). 1993;69:611-6 

Neidlinger J, Lilien BA, Kalant DC Sr. Surgical impiant stent: a 
design modification and simplified fabrication technique. 1993; 
69:70-2 

Nelson JA (see Cullen et al). 1993;69:247-9 





THE JOURNAL OF PROSTHETIC DENTISTRY 


Nikai H (see Akagawa et al). 1993;69:599-604 

—— (see Sagara et al). 1993;69:281-8 

Nordbo H, Leirskar J, von der Fehr FR. Saucer-shaped cavity 
preparation for composite resin restorations in class II carious 
lesions: three-year results. 1993;69:155-9 


oO 
Ohkawa S (see Akagawa et al). 1993;69:228-31 
Milo G (see Polyzois et al). 1993;69:374-7 
O’Neilly P (see Laurell and O’Neilly). 1993;69:258-61 
Oren E (see Assif et al). 1993;69:36-40 


P 

Palik JF (see Lloyd and Palik). 1993;69:32-6 

Pardo-Mindan S. A flexible lingual clasp as an esthetic alternative: 
a clinical report. 1993;69:245-6 

Parr GR (see Gardner et al). 1993;69:543-4 (Tips) 

Peraire M (see Samso et al). 1993;69:446-7 (Tips) 

Peregrina AM (see Schorr et a!). 1993;69:165-70 

Pilo R (see Assif et al). 1993;69:36-40 

—— (see Cardash et al). 1993;69:620-3 

Pipko DJ. Fabrication of a space-stippled vacuum-formed bleach- 
ing or fluoride carrier tray. 1993;69:124 (Tips) 

Plack WP III. An automated water measure for mixing irrevers- 
ible hydrocolloid. 1993;69:345-6 (Tips) 

Plesh O (see Theusner et al). 1993;69:209-15 

Plummer KD (see Catterlin et al). 1993;69:57-9 

Polyzois GL, gilo G, Dahl JE. Tensile bond strength of maxillofa- 
cial adhesives. 1993;69:374-7 

Preiskel HW (see Tsolka and Preiskel). 1993;69:85-92 


Q 
Quon SJ (see Stumpel and Quon). 1993;69:398-400 


R 

Rathnasamy RJ (see Dharmar et al). 1993;69:369-73 

Reichsthaler J (see Lill et al). 1993;69:176-85 

Reimer M (see Krejci et al). 1993;69:425-30 

Reisberg DJ, Lipner M. Audiometric evaluation of prosthetic ears: 
a preliminary report. 1993;69:196-9 

Richards MW (see Turck and Richards). 1993;69:340-3 

Riise C (see Holmgren et al). 1993;69:293-7 

Rochet A (see Wolfaardt et al). 1993;69:186-95 

Romerowski J. Custom screw-holding device for placement of im- 
plant protheses. 1993;69:636 (Tips) 

Ryther JS (see Gates et al). 1993;69:12-6 

—— (see Inturregui et al). 1993;69:503-9 


Ss 

Sabella LR (see Anderson et al). 1993;69:1-8 

Sagara M, Akagawa Y, Nikai H, Tsuru H. The effects of early oc- 
clusal loading on one-stage titanium alloy implants in beagie 
dogs: a pilot study. 1993;69:281-8 

Saglam S (see Berksun et al). 1993;69:457-8 

Salsench J (see Samso et al). 1993;69:446-7 (Tips) 

Samso J, Peraire M, Salsench J, Anglada J-M. Use of the Univer- 
sity of Barcelona gauge in the design of direct retainers. 1993; 
69:446-7 (Tips) 

Sandrik JL (see Cullen et al). 1993;69:247-9 

Scheer EC (see Casey and Scheer). 1993;69:318-24 

Schmitt GW (see Goldstein and Schmitt). 1993;69:616-9 

Schneider B (see Lill et al). 1993;69:176-85 

Schneider RL (see Arcuri et al). 1993;69:483-90 

Schooler NR (see Myers et al). 1993;69:578-81 

Schorr BL, Peregrina AM, Elledge DA. Alternatives to posterior 
complete crowns: integrating foundations with cuspal protec- 
tion. 1993;69:165-70 

Seo T (see Akagawa et al). 1993;69:228-31 


642 


AUTHOR INDEX 


Sheikholeslam A (see Holmgren et al). 1993;69:293-7 

Sheng-gen S, Guan O-Y, Cheng-fan Z. Preliminary study of elec- 
tromyographic characteristics for distinguishing centric relation 
and protrusion in edentulous patients. 1993;69:171-5 

Shern RJ, Guckes AD, Li S-H. A method for measuring secretions 
from the palatal minor salivary glands. 1993;69:624-9 

Shifman A. Simplified fabrication of orbital prostheses using pos- 
terior attachment for the artificial eye. 1993;69:73-6 

Shing C-X (see Chen et al). 1993;69:46-8 

Silberman DM. An indirect procedure for making a crown under 
an existing partial denture. 1993;69:631-3 

Simons AM (see Jaggers et al). 1993;69:133-5 

Spruijt RJ (see Wabeke and Spruijt). 1993;69:401-15 

Stein RS (see Hsu et al). 1993;69:588-93 

—— (see Tehini and Stein). 1993;69:16-9 

Strug RA (see Arcuri et al). 1993;69:483-90 

Stumpel LJ III, Quon SJ. Adhesive abutment cylinder luting. 
1993;69:398-400 

Swaminathan TN (see Dharmar et al). 1993;69:369-73 

Sydiskis RJ, Gerhardt DE. Cytotoxicity of impression materials. 
1993;69:431-5 


T 

Talbot TR. Jaw records for the edentulous patient made easier. 
1993;69:349-50 (Tips) 

Tallents RH, Hatala M, Katzberg RW, Westesson PL. Temporo- 
mandibular joint sounds in asymptomatic volunteers. 
1993;69:298-304 

Taloumis LJ (see Meyer et al). 1993;69:141-3 

Tan H-K, Wolfaardt JF, Hooper PM, Busby B. Effects of disin- 
fecting irreversible hydrocolloid impressions on the resultant 
gypsum casts. Part I: surface quality. 1993;69:250-7 

Tanaka M (see Kawano et al). 1993;69:216-21 

Taylor TD, Worthington P. Osseointegrated implant rehabilita- 
tion of the previously irradiated mandible: results of a limited 
trial at 3 to 7 years. 1993;69:60-9 

Tehini GE, Stein RS. Comparative analysis of two techniques for 
soldered connectors. 1993;69:16-9 

Theusner J, Plesh O, Curtis DA, Hutton JE. Axiographic tracings 
of temporomandibular joint movements. 1993;69:209-15 

Thornton B (see Lill et al). 1993;69:176-85 

Tjan AHL, Abbate MF. Temperature rise at root surface during 
post-space preparation. 1993;69:41-5 

Toothaker RW, Nagy WW. Protection of recent extraction sites 
when fabricating immediate acrylic interim fixed restorations. 
1993;69:232-3 

Toth RW. An instrument for placing depth cuts into a full-contour 
wax-up. 1993;69:538-9 (Tips) 

——, Callow TJ. Spray-on technique for autopolymerizing acrylic 
resin. 1993;69:448 (Tips) 

——.,, Fiebiger GE. A threaded ball for the survey of mounted casts. 
1993;69:542-3 (Tips) 

Treska TP. Modification of a stock orbitale indicator assembly as 
an aid to achieve proper cast orientation. 1993;69:123 (Tips) 
Tsolka P, Preiskel HW. Kinesiographic and electromyographic 
assessment of the effects of occlusal adjustment therapy on 
craniomandibular disorders by a double-blind method. 1993; 

69:85-92 

Tsuru H (see Akagawa et al). 1993;69:228-31 

—— (see Akagawa et al). 1993;69:594-8 

—— (see Akagawa et al). 1993;69:599-604 

—— (see Sagara et al). 1993;69:281-8 

Tufekcioglu HB (see Tunger et al). 1993;69:333-9 

Tunger N, Tufekcioglu HB, Calikkocaoglu S. Investigation on the 
compressive strength of several gypsum products dried by mi- 
crowave oven with different programs. 1993;69:333-9 


VOLUME 69 NUMBER 6 





AUTHOR INDEX 


Turck MD, Richards MW. Microwave processing for denture re- 
lines, repairs, and rebases. 1993;69:340-3 


U 
Utter JD, Dahl EW. A .22 caliber die holding device. 1993;69:442 
(Tips) 


Vv 
Vaidyanathan TK (see Hung et al). 1993;69:573-7 
van Steenberghe D (see Jacobs and van Steenberghe). 1993; 
69:305-13 
Veldhuis AAH (see Denissen et al). 1993;69:464-8 
Vermilyea SG (see McCartney et al). 1993;69:439-41 
Vignon M (see Didier et al). 1993;69:520-3 
von der Fehr FR (see Nordbo et al). 1993;69:155-9 


WwW 

Wabeke KB, Spruijt RJ. Dental factors associated with temporo- 
mandibular joint sounds. 1993;69:401-15 

Waddell HT. Expeditious delivery of full veneer crowns. 1993; 
69:539-40 (Tips) 

Wahle JJ, Wendt SL. Dentinal surface roughness: a comparison of 
tooth preparation techniques. 1993;69:160-4 

Wang R-F (see Jaarda et al). 1993;69:416-24 

Weber H, Frank G. Spark erosion procedure: a method for exten- 
sive combined fixed and removable prosthodontic care. 1993; 
69:222-7 

Weinberg LA. CT scan as a radiologic data base for optimum im- 
plant orientation. 1993;69:381-5 

Weiner S (see Hung et al). 1993;69:573-7 

Wendt SL (see Wahle and Wendt). 1993;69:160-4 

Westesson PL (see Tallents et al). 1993;69:298-304 

White SN, Kipnis V. Effect of adhesive luting agents on the mar- 
ginal seating of cast restorations. 1993;69:28-31 

——, Yu Z. Compressive and diametral tensile strengths of current 
adhesive luting agents. 1993;69:568-72 

Wijnhoff GFA (see Denissen et al). 1993;69:464-8 


JUNE 1993 


THE JOURNAL OF PROSTHETIC DENTISTRY 


Wiley MG (see Hayes and Wiley). 1993;69:445 (Tips) 

Williams RC, Howell TH. New technologies for the diagnosis of 
periodontal disease. 1993;69:551-7 

Williamson RT, Breeding LC. Make luster tabs for use in match- 
ing texture of procelain surfaces. 1993;69:536-7 (Tips) 

——, ——. Removing a cemented fixed prosthesis using a crown 
remover. 1993;69:634-5 

——,——, Kinderknecht KE. Soft tissue cast aids in establishing 
interproximal contours for restorations. 1993;69:630-1 

Wilson FB (see Wolfaardt et al). 1993;69:186-95 

Wilson PR. Removal of self-threading pins from dentin with 
ultrasonics. 1993;69:541-2 (Tips) 

Wolfaardt JF, Wilson FB, Rochet A, McPhee L. An appliance 
based approach to the management of palatopharyngeal incom- 
petency: a clinical pilot project. 1993;69:186-95 

—— (see Tan et al). 1993;69:250-7 

Wong MT, Calverley MJ, Nagy WW. Removable partial denture 
framework try-in. 1993;69:363-8 

Worthington P (see Taylor and Worthington). 1993;69:60-9 

Wright EF. Elimination of a food impaction problem in the pos- 
terior maxillary region. 1993;69:540 (Tips) 


x 
Xu J-W (see Chen et al). 1993;69:46-8 


Y 
Yajima T (see Hirai et al). 1993;69:49-56 
Yohsuke T (see Yoshida et al). 1993;69:357-62 
Yoshida K, Yohsuke T, Matsumura H, Atsuta M. Effect of adhe- 
sive metal primers on bonding a prosthetic composite resin to 
metals. 1993;69:357-62 
Yu Z (see White and Yu). 1993;69:568-72 


Z 
Zarifi A (see Koidis et al). 1993;69:93-101 
Zullo TG (see Myers et al). 1993;69:578-81 





Subject index* 


A 
Abutments 

Abutment selection for anterior single tooth replacement: a 
clinical report (Jaggers et al). 1993;69:133-5 

Adhesive abutment cylinder luting (Stumpel and Quon). 
1993;69:398-400 
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Adhesives—cont’d 
Effect of adhesive luting agents on the marginal seating of cast 
restorations (White and Kipnis). 1993;69:28-31 
Effect of adhesive metal primers on bonding a prosthetic com- 
posite resin to metals (Yoshida et al). 1993;69:357-62 
A study of the antimicrobial properties of impression tray ad- 
hesives (Herman). 1993;69:102-5 
Tensile bond strength of maxillofacial adhesives (Polyzois et al). 
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Comparison of the adhesive strength of a Bis-GMA cement to 
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denture restorations: Department of Veterans Affairs Coop- 
erative Studies Project 147 (Anderson et al). 1993;69:1-8 
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69:281-8 
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69:222-7 
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Local residual ridge augmentation with solid hydroxyapatite 
blocks. Part I: an animal experiment (de Wijs et al). 1993; 
69:510-3 
Local residual ridge augmentation with solid hydroxyapatite 
blocks. Part II: correction of local resorption defects in 50 pa- 
tients (de Wijs et al). 1993;69:514-9 
Amalgam 
Amalgam restorations: a new approach (Al-Duwairi and Hadj- 
Hamou). 1993;69:138-40 
Effect of design of prefabricated post heads on core materials 
(Chang and Millshein). 1993;69:475-82 
In vitro marginal leakage in varnished and lined amalgam res- 
torations (Grossman and Matejka). 1993;69:469-74 
Wear of ceramic inlays, their enamel antagonists, and luting ce- 
ments (Krejci et al). 1993;69:425-30 
Audiometry 
Audiometric evaluation of prosthetic ears: a preliminary report 
(Reisberg and Lipner). 1993;69:196-9 
Axiograph; see Jaw relation record 


B 
Beryllium 
Allergic sensitivity to several base metals: a clinical report (Bez- 
zon). 1993;69:243-4 
Bicuspid 
Effect of post design on resistance to fracture of endodontically 
treated teeth with complete crowns (Assif et al). 1993;69:36-40 
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Bicuspid—cont’d 

Restoring a calcified tooth with a cast pin-retained gold dome 
as support for a fixed prosthesis: a clinical report (Lee). 
1993;69:459-61 

Biocompatible materials 

Biocompatibility: its future in prosthodontic research (Edger- 

ton and Levine). 1993;69:406-15 
Bis-GMA; see Bisphenol A-glycidyl methacrylate 
Bisphenol A-glycidyl methaerylate 

Comparison of the adhesive strength of a Bis-GMA cement to 
tin-plated and non-tin-plated alloys (Gates et al). 1993;69:12-6 

Effect of adhesive luting agents on the marginal seating of cast 
restorations (White and Kipnis). 1993;69:28-31 

Bite force 

Effects of thermocycling and occlusal force on the margins of 

provisional acylic resin crowns (Hung et al). 1993;69:573-7 
Bleaching; see Tooth bleaching 
Bonding 

Amalgam restorations: a new approach (Al-Duwairi and Hadj- 
Hamou). 1993;69:138-40 

Comparison of the adhesive strength of a Bis-GMA cement to 
tin-plated and non-tin-plated alloys (Gates et al). 1993;69:12-6 

Dentinal surface roughness: a comparison of tooth preparation 
techniques (Wahle and Wendt). 1993;69:160-4 

Effect of adhesive luting agents on the marginal seating of cast 
restorations (White and Kipnis). 1993;69:28-31 

Effect of adhesive metal primers on bonding a prosthetic com- 
posite resin to metals (Yoshida et al). 1993;69:357-62 

Effect of tinfoil substitute contamination on adhesion of resin 
denture tooth to its denture base (Catterlin et al). 1993;69:57-9 

Local residual ridge augmentation with solid hydroxyapatite 
blocks. Part I: an animal experiment (de Wijs et al). 1993; 
69:510-3 

Removal of resin-bonded fixed partial dentures (Hayes and 
Wiley). 1993;69:445 (Tips) 

Repair of fractured porcelain restorations with composite 
bonded porcelain laminate contours (Berksun et al). 1993; 
69:457-8 

Resin-bonded fixed partial denture technique: results of a me- 
dium-term clinical follow-up investigation (Besimo). 1993; 
69:144-8 

Tensile bond strength of maxillofacial adhesives (Polyzois et al). 
1993;69:374-7 

Bruxism 

Effect of a full-arch maxillary occlusal splint on parafunctional 
activity during sleep in patients with nocturnal bruxism and 
signs and symptoms of craniomandibular disorders (Holm- 
gren et al). 1993;69:293-7 

Effect of age and sex on craniomandibular disorders (Koidis et 
al). 1993;69:93-101 


Calcification; see Tooth calcification 
Calciur. hydroxide 
In vitro marginal leakage in varnished and lined amalgam res- 
torations (Grossman and Matejka). 1993;69:469-74 
Calcium sulfate 
Investigation on the compressive strength of several gypsum 
products dried by microwave oven with different programs 
(Tunger et al). 1993;69:333-9 
Carbamates 
Peroxide bleaches: effect of tensile strength of composite resins 
(Cullen et al). 1993;69:247-9 
Caries 
Alternatives to posterior complete crowns: integrating founda- 
tions with cuspal protection (Schorr et al). 1993;69:165- 
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Caries—cont’d 

Influence of salivary levels of mutans streptococci on coloniza- 
tion of crown margins: a longitudinal study (Kéhler and Hag- 
er). 1993;69:524-8 

Casting investment 

Effects of disinfecting irreversible hydrocolloid impressions on 
the resultant gypsum casts. Part I: surface quality (Tan et al). 
1993;69:250-7 

Investigation on the compressive strength of several gypsum 
products dried by microwave oven with different programs 
(Tunger et al). 1993;69:333-9 

Microhardness evaluation of a two-piece post and core tech- 
nique (Bailey). 1993;69:267-9 

Sleeve design for a fixed partial denture (Dimashkieh and 
Al-Shammery). 1993;69:8-11 

A threaded ball for the survey of mounted casts (Toth and Fie- 
biger). 1993;69:542-3 (Tips) 

Casting technique 

Alternatives to posterior complete crowns: integrating founda- 
tions with cuspal protection (Schorr et al). 1993;69:165- 
70 

A comparative analysis of the accuracy of implant transfer 
techniques (Hsu et al). 1993;69:588-93 

Comparative analysis of two techniques for soldered connectors 
(Tehini and Stein). 1993;69:16-9 

Customizing work authorization order (Bona and Chan). 
1993;69:124-5 (Tips) 

Effect of adhesive luting agents on the marginal seating of cast 
restorations (White and Kipnis). 1993;69:28-31 

Effect of post design on resistance to fracture of endodontically 
treated teeth with complete crowns (Assif et al). 1993;69:36-40 

Evaluation of three impression techniques for osseointegrated 
oral implants (Inturregui et al). 1993;69:503-9 

An indirect procedure for making a crown under an existing 
partial denture (Silberman). 1993;69:631-3 

Microhardness evaluation of a two-piece post and core tech- 
nique (Bailey). 1993;69:267-9 

Modification of a stock orbitale indicator assembly as an aid to 
achieve proper cast orientation (Treska). 1993;69:123 (Tips) 

Radiographic and metallographic evaluation of porosity defects 
and grain structure of cast chromium cobalt removable par- 
tial dentures (Dharmar et al). 1993;69:369-73 

A resin-bonded conversion attachment for the reversal of key/ 
keyway position in a nonrigid connector (Appleby and Dietz). 
1993;69:121-2 (Tips) 

Soft tissue cast aids in establishing interproximal contours for 
restorations (Williamson et al). 1993;69:630-1 

Cavity lining 

In vitro marginal leakage in varnished and lined amalgam res- 

torations (Grossman and Matejka). 1993;69:469-74 
Cavity preparation 

Saucer-shaped cavity preparation for composite resin restora- 
tions in class II carious lesions: three-year results (Nordbo et 
al). 1993;69:155-9 

Cementation 

A resin-bonded conversion attachment for the reversal of key/ 
keyway position in a nonrigid connector (Appleby and Dietz). 
1993;69:121-2 (Tips) 

Retentive properties of a threaded split post with attachment 
sleeves cemented with various luting agents (Cohen et al). 
1993;69:149-54 

Cements 

Comparison of the adhesive strength of a Bis-GMA cement to 
tin-plated and non-tin-plated alloys (Gates et al). 1993;69:12-6 

Compressive and diametral tensile strengths of current adhesive 
luting agents (White and Yu). 1993;69:568-72 

Effect of adhesive luting agents on the marginal seating of cast 
restorations (White and Kipnis). 1993;69:28-31 
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Cements—cont’d 
The effect of porcelain color on the hardness of luting compos- 
ite resin cement (Cardash et al). 1993;69:620-3 
Five techniques for single tooth replacement on endosseous 
root-form implants (Friedman). 1993;69:582-7 
Marginal leakage of visible light-glass ionomer restorative ma- 
terials (Crim). 1993;69:561-3 
Retentive characteristics of an internally threaded post system 
(Laurell and O’Neilly). 1993;69:258-61 
Retentive properties of a threaded split post with attachment 
sleeves cemented with various luting agents (Cohen et al). 
1993;69:149-54 
Sleeve design for a fixed partial denture (Dimashkieh and 
Al-Shammery). 1993;69:8-11 
Wear of ceramic inlays, their enamel antagonists, and luting ce- 
ments (Krejci et al). 1993;69:425-30 
Cephalometry 
Cephalometric evaluation of the changes in patients wearing 
complete dentures: a 20-year study (Douglass et al). 1993; 
69:270-5 
Ceramics 
Fluorescence of dental porcelain (Monsénégo et al). 1993; 
69:106-13 
Wear of ceramic inlays, their enamel antagonists, and luting ce- 
ments (Krejci et al). 1993;69:425-30 
Ceramometal alloys; see Metal ceramic alloys 
Chromium alloys 
Radiographic and metallographic evaluation of porosity defects 
and grain structure of cast chromium cobalt removable par- 
tial dentures (Dharmar et al). 1993;69:369-73 
Clasps 
A flexible lingual clasp as an esthetic alternative: a clinical re- 
port (Pardo-Mindan). 1993;69:245-6 
Clinical sciences 
Clinical sciences. 1993;69:1-101, 133-215, 243-313,357-405,457- 
523,551-610 
Colorimetry 
Repeatability of a specially designed intraoral colorimeter 
(Goldstein and Schmitt). 1993;69:616-9 
Complete denture; see Denture, complete 
Composite resins 
An instrument for placing depth cuts into a full-contour wax-up 
(Toth). 1993;69:538-9 (Tips) 
Cellular inflammatory responses to direct restorative composite 
resins (Hansasuta et al). 1993;69:611-6 
Comparison of the adhesive strength of a Bis-GMA cement to 
tin-plated and non-tin-plated alloys (Gates et al). 1993;69: 
12-6 
Compressive and diametral tensile strengths of current adhesive 
luting agents (White and Yu). 1993;69:568-72 
Dentinal surface roughness: a comparison of tooth preparation 
techniques (Wahle and Wendt). 1993;69:160-4 
Effect of adhesive metal primers on bonding a prosthetic com- 
posite resin to metals (Yoshida et al). 1993;69:357-62 
Effect of design of prefabricated post heads on core materials 
(Chang and Millshein). 1993;69:475-82 
The effect of porcelain color on the hardness of luting compos- 
ite resin cement (Cardash et al). 1993;69:620-3 
Five-year study of all-porcelain veneer fixed partial dentures 
(Denissen et al). 1993;69:464-8 
Fracture toughness of posterior composite resins fabricated by 
incremental layering (Kovarik and Ergle). 1993;69:557-60 
Measurement of composite resin filler particles by using scan- 
ning electron microscopy and digital imaging (Jaarda et al). 
1993;69:416-24 
Peroxide bleaches: effect of tensile strength of composite resins 
(Cullen et al). 1993;69:247-9 
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Composite resins—cont’d 
Repair of fractured porcelain restorations with composite 
bonded porcelain laminate contours (Berksun et al). 1993; 
69:457-8 
Retentive properties of a threaded split post with attachment 
sleeves cemented with various luting agents (Cohen et al). 
1993;69:149-54 
Saucer-shaped cavity preparation for composite resin restora- 
tions in class II carious lesions: three-year results (Nordbo et 
al). 1993;69:155-9 
Computer-aided design 
Minimizing biomechanical overload in implant prostheses: a 
computerized aid to design (Monteith). 1993;69:495-502 
Condyle; see Mandibular condyle 
Copper 
In vitro marginal leakage in varnished and lined amalgam res- 
torations (Grossman and Matejka). 1993;69:469-74 
Correspondence 
Letters. 1993;69:352,452-3,546 
Corrosion 
Intraoral galvanic corrosion: literature review and case report 
(Meyer et al). 1993;69:141-3 
Craniomandibular disorders 
Effect of a full-arch maxillary occlusal splint on parafunctional 
activity during sleep in patients with nocturnal bruxism and 
signs and symptoms of craniomandibular disorders (Holm- 
gren et al). 1993;69:293-7 
Effect of age and sex on craniomandibular disorders (Koidis et 
al). 1993;69:93-101 
Kinesiographic and electromyographic assessment of the effects 
of occlusal adjustment therapy on craniomandibular disor- 
ders by a double-blind method (Tsolka and Preiskel). 1993; 
69:85-92 
Prosthodontic management of temporomandibular disorders 
and orofacial pain (Litvak and Malament). 1993;69:77-84 
Craniomandibular muscles 
Deep thermometry of temporomandibular joint and mastica- 
tory muscle regions (Kawano et al). 1993;69:216-21 
Crowns 
Alternatives to posterior complete crowns: integrating founda- 
tions with cuspal protection (Schorr et al). 1993;69:165-70 
Comparison of the performance on prosthodontic criteria of 
several alternative alloys used for fixed crown and partial 
denture restorations: Department of Veterans Affairs Coop- 
erative Studies Project 147 (Anderson et al). 1993;69:1-8 
Custom characterization of the provisional restoration (Cho and 
Chee). 1993;69:529-32 
Effect of post design on resistance to fracture of endodontically 
treated teeth with complete crowns (Assif et al). 1993;69: 
36-40 
Effects of thermocycling and occlusal force on the margins of 
provisional acylic resin crowns (Hung et al). 1993;69:573-7 
Engraved fixed restorations to facilitate identification in foren- 
sic dentistry (Dimashkieh and Al-Shammery). 1993;69:533-5 
Expeditious delivery of full veneer crowns (Waddell). 1993; 
69:539-40 (Tips) 
An indirect procedure for making a crown under an existing 
partial denture (Silberman). 1993;69:631-3 
Influence of salivary levels of mutans streptococci on coloniza- 
tion of crown margins: a longitudinal study (Kéhler and Hag- 
er). 1993;69:524-8 
Intraoral galvanic corrosion: literature review and case report 
(Meyer et al). 1993;69:141-3 
Marginal accuracy of metal ceramic restorations with porcelain 
facial margins (Boyle et al). 1993;69:19-27 
Modified rotary design instruments for controlled finish line 
crown preparation (Dimashkieh). 1993;69:120-1 (Tips) 
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Crowns—cont’d 
A new telescopic crown system using a soldered horizontal pin 
for removable partial dentures (Akagawaet al). 1993;69:228-31 
The philosophies of dowel diameter preparation: a literature re- 
view (Lloyd and Palik). 1993;69:32-6 
Removing a cemented fixed prosthesis using a crown remover 
(Williamson and Breeding). 1993;69:634-5 
Retentive properties of a threaded split post with attachment 
sleeves cemented with various luting agents (Cohen et al). 
1993;69:149-54 
Shim stock placement for contact evaluation (Eshelman). 1993; 
69:443 (Tips) 
Sleeve design for a fixed partial denture (Dimashkieh and 
Al-Shammery). 1993;69:8-11 
Cuspid 
Alternatives to posterior complete crowns: integrating founda- 
tions with cuspal protection (Schorr et al). 1993;69:165-70 


D 
Dental prosthesis; see Denture entries 
Dental pulp 

Effects of thermocycling and occlusal force on the margins of 

provisional acylic resin crowns (Hung et al). 1993;69:573-7 
Dental pulp calcification 

Restoring a calcified tooth with a cast pin-retained gold dome 
as support for a fixed prosthesis: a clinical report (Lee). 
1993;69:459-61 

Dental pulp cavity 
Preparation of the dowel space (Kaplowitz). 1993;69:122 (Tips) 
Dental technology 

Dental technology. 1993;69:106-19,222-36,329-43,436-441,529- 

35,630-5 
Dentin 

Removal of self-threading pins from dentin with ultrasonics 

(Wilson). 1993;69:541-2 (Tips) 
Denture, complete 

Cephalometric evaluation of the changes in patients wearing 
complete dentures: a 20-year study (Douglass et al). 1993; 
69:270-5 

Jaw records for the edentulous patient made easier (Talbot). 
1993;69:349-50 (Tips) 

Masseter muscle fatigue during sustained clenching in subjects 
with complete dentures, implant-supported prostheses, and 
natural teeth (Jacobs and van Steenberghe). 1993;69:305- 
13 

A method for measuring secretions from the palatal minor sal- 
ivary glands (Shern et al). 1993;69:624-9 

Physical property comparison of 11 soft denture lining materi- 
als as a function of accelerated aging (Dootz et al). 1993; 
69:114-9 

Preliminary study of electromyographic characteristics for dis- 
tinguishing centric relation and protrusion in edentulous pa- 
tients (Sheng-gen et al). 1993;69:171-5 

A silicone rubber spacer used to determine the optimum thick- 
ness for hard and resilient materials in complete dentures 
(Kutay). 1993;69:329-32 

Denture, partial 

Investigation on the compressive strength of several gypsum 
products dried by microwave oven with different programs 
(Tunger et al). 1993;69:333-9 

Physical property comparison of 11 soft denture lining materi- 
als as a function of accelerated aging (Dootz et al). 1993; 
69:114-9 

Repeatability of a specially designed intraoral colorimeter 
(Goldstein and Schmitt). 1993;69:616-9 
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Denture, partial, fixed 

Comparison of the performance on prosthodontic criteria of 
several alternative alloys used for fixed crown and partial 
denture restorations: Department of Veterans Affairs Coop- 
erative Studies Project 147 (Anderson et al). 1993;69: 
1-8 

Compressive and diametral tensile strengths of current adhesive 
luting agents (White and Yu). 1993;69:568-72 

Edentulous implants: overdenture versus fixed (DeBoer). 
1993;69:386-90 

Effect of tinfoil substitute contamination on adhesion of resin 
denture tooth to its denture base (Catterlin et al). 1993;69:57-9 

Five-year study of all-porcelain veneer fixed partial dentures 
(Denissen et al). 1993;69:464-8 

Osseointegrated implant rehabilitation of the previously irradi- 
ated mandible: results of a limited trial at 3 to 7 years (Taylor 
and Worthington). 1993;69:60-9 

Removal of resin-bonded fixed partial dentures (Hayes and 
Wiley). 1993;69:445 (Tips) 

Removing a cemented fixed prosthesis using a crown remover 
(Williamson and Breeding). 1993;69:634-5 

Resin-bonded fixed partial denture technique: results of a me- 
dium-term clinical follow-up investigation (Besimo). 1993; 
69:144-8 

Restoring a calcified tooth with a cast pin-retained gold dome 
as support for a fixed prosthesis: a clinical report (Lee). 
1993;69:459-61 

Rubber dam isolation of fixed partial denture (James). 1993; 
69:237 (Tips) 

Shim stock placement for contact evaluation (Eshelman). 
1993;69:443 (Tips) 

Sleeve design for a fixed partial denture (Dimashkieh and 
Al-Shammery). 1993;69:8-11 

Spark erosion procedure: a method for extensive combined fixed 
and removable prosthodontic care (Weber and Frank). 
1993;69:222-7 

A .22 caliber die holding device (Utter and Dahl). 1993;69:442 
(Tips) 

Use of existing pontics to maintain esthetics with a transition 
prosthesis: aclinical report (Chee and Donovan). 1993;69:136-8 

Denture, partial, removable 

Customizing work authorization order (Bona and Chan). 1993; 
69:124-5 (Tips) 

Denture adhesives: cytotoxicity, microbial contamination, and 
formaldehyde content (Ekstrand et al). 1993;69:314-7 

A flexible lingual clasp as an esthetic alternative: a clinical re- 
port (Pardo-Mindan). 1993;69:245-6 

In-office fabrication of a claspless interim partial denture 
(Moghadam). 1993;69:436-8 

An indirect procedure for making a crown under an existing 
partial denture (Silberman). 1993;69:631-3 

A new device for blockout procedures in rotational path remov- 
able partial dentures (Luk and Chen). 1993;69:491-4 

A new telescopic crown system using a soldered horizontal pin 
for removable partial dentures (Akagawa et al). 1993;69:228- 
31 

Radiographic and metallographic evaluation of porosity defects 
and grain structure of cast chromium cobalt removable par- 
tial dentures (Dharmar et al). 1993;69:369-73 

Removable partial denture framework try-in (Wong et al). 
1993;69:363-8 

Scanning electron microscope analysis of tooth enamel treated 
with rotary instruments and abrasives (Arcuri et al). 1993; 
69:483-90 

Spark erosion procedure: a method for extensive combined fixed 
and removable prosthodontic care (Weber and Frank). 1993; 
69:222-7 





THE JOURNAL OF PROSTHETIC DENTISTRY 


Denture, partial, removable—cont’d 
Use of existing pontics to maintain esthetics with a transition 
prosthesis: aclinical report (Chee and Donovan). 1993;69:136-8 
Use of the University of Barcelona gauge in the design of direct 
retainers (Samso et al). 1993;69:446-7 (Tips) 
Denture bases 
Effect of tinfoil substitute contamination on adhesion of resin 
denture tooth to its denture base (Catterlin et al). 1993;69:57-9 
Denture design 
Surgical implant stent: a design modification and simplified 
fabrication technique (Neidlinger et al). 1993;69:70-2 
A silicone rubber spacer used to determine the optimum thick- 
ness for hard and resilient materials in complete dentures 
(Kutay). 1993;69:329-32 
Denture identification marking 
A white character denture labeling technique (Ling). 1993;69:545 
(Tips) 
Denture liners 
Physical property comparison of 11 soft denture lining materi- 
als as a function of accelerated aging (Dootz et al). 1993; 
69:114-9 
A silicone rubber spacer used to determine the optimum thick- 
ness for hard and resilient materials in complete dentures 
(Kutay). 1993;69:329-32 
Surface treatment of a temporary soft liner for increased 
longevity (Casey and Scheer). 1993;69:318-24 
Denture overlay 
Edentulous implants: overdenture versus fixed (DeBoer). 1993; 
69:386-90 
Denture rebasing 
Microwave processing for denture relines, repairs, and rebases 
(Turck and Richards). 1993;69:340-3 
Denture repair 
A method to remold worn acrylic resin posterior denture teeth 
and restore lost vertical dimension of occlusion (Hayakawa 
and Hirano). 1993;69:234-6 
Microwave processing for denture relines, repairs, and rebases 
(Turck and Richards). 1993;69:340-3 
Repair of fractured porcelain restorations with composite 
bonded porcelain laminate contours (Berksun et al). 1993; 
69:457-8 
Repair of urethane silicone prostheses (Lemon et al). 1993; 
69:344-5 (Tips) 
Dies 
Marginal gap width of a new refractory porcelain system 
(McIntyre et al). 1993;69:564-7 
A technique to reposition dies on the working model during fixed 
prosthodontic procedures (Koka and Linebaugh). 1993; 
69:537-8 (Tips) 
A .22 caliber die holding device (Utter and Dahl). 1993;69:442 
(Tips) 
Disinfection 
Effects of disinfecting irreversible hydrocolloid impressions on 
the resultant gypsum casts. Part I: surface quality (Tan et al). 
1993;69:250-7 
Dyskinesia, drug-induced 
A retrospective study of the effects of edentulism on the sever- 
ity rating of tardive dyskinesia (Myers et al). 1993;69:578- 
81 


E 


Ear 
Audiometric evaluation of prosthetic ears: a preliminary report 
(Reisberg and Lipner). 1993;69:196-9 
Edentulous jaw; see Jaw, edentulous 
Edentulous mouth; see Mouth, edentulous 
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Edetic acid 
Comparison of the retention of endodontic posts after prepara- 
tion with EDTA (Burns et al). 1993;69:262-6 
EDTA; see Edetic acid 
Education 
Research and education. 1993;69:102-5,216-21,314-28,406-35, 
524-8,611-29 
Elderly; see Aged 
Electrogalvanism, intraoral 
Intraoral galvanic corrosion: literature review and case report 
(Meyer et al). 1993;69:141-3 
Electromyography 
Effect of a full-arch maxillary occlusal splint on parafunctional 
activity during sleep in patients with nocturnal bruxism and 
signs and symptoms of craniomandibular disorders (Holm- 
gren et al). 1993;69:293-7 
Kinesiographic and electromyographic assessment of the effects 
of occlusal adjustment therapy on craniomandibular disor- 
ders by a double-blind method (Tsolka and Preiske!). 1993; 
69:85-92 
Masseter mus'e fatigue during sustained clenching in subjects 
with compleie dentures, implant-supported prostheses, and 
natural teeth (Jacobs and van Steenberghe). 1993;69:305-13 
Preliminary study of electromyographic characteristics for dis- 
tinguishing centric relation and protrusion in edentulous pa- 
tients (Sheng-gen et al). 1993;69:171-5 
Electron microscopy, scanning; see Microscopy, electron, 
scanning 
Enamel 
Fluorescence of dental porcelain (Monsénégo et al). 1993; 
69:106-13 
Scanning electron microscope analysis of tooth enamel treated 
with rotary instruments and abrasives (Arcuri et al). 1993; 
69:483-90 
Wear of ceramic inlays, their enamel antagonists, and luting ce- 
ments (Krejci et al). 1993;69:425-30 
Endosseous implantation; see Implantation, endosseous 
Esthetics 
Bleaching: is it safe and effective? (Goldstein and Kiremidjian- 
Schumacher). 1993;69:325-8 
Esthetic veneers for use with forced eruption procedures (Hum- 
mel). 1993;69:346-7 (Tips) 
A flexible lingual clasp as an esthetic alternative: a clinical re- 
port (Pardo-Mindan). 1993;69:245-6 
Marginal gap width of a new refractory porcelain system 
(McIntyre et al). 1993;69:564-7 
Modification of angulated abutments to avoid unesthestic dis- 
play of metal (McCartney et al). 1993;69:439-41 
Use of existing pontics to maintain esthetics with a transition 
prosthesis: a clinical report (Chee and Donovan). 1993;69:136-8 
Ethers 
Decomposition rate of hydrogen peroxide bleaching agents un- 
der various chemical and physical conditions (Chen et al). 
1993;69:46-8 
Ethylenediaminetetraacetic acid; see Edetic acid 
Eye, artificial 
Orbital prosthesis with a magnetically retained ocular compo- 
nent supported by osseointegrated implants (Lerner and 
Huryn). 1993;69:378-80 
Simplified fabrication of orbital prostheses using posterior 
attachment for the artificial eye (Shifman). 1993;69:73-6 
Vinyl polysiloxane flasking of an ocular prosthesis (Gardner et 
al). 1993;69:543-4 (Tips) 


F 
Facial pain 
Prosthodontic management of temporomandibular disorders 
and orofacial pain (Litvak and Malament). 1993;69:77-84 
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Fluorescence 
Fluorescence of dental porcelain (Monsénégo et al). 1993; 
69:106-13 
Forensic dentistry 
Engraved fixed restorations to facilitate identification in foren- 
sic dentistry (Dimashkieh and Al-Shammery). 1993;69:533-5 
Formaldehyde 
Denture adhesives: cytotoxicity, microbial contamination, and 
formaldehyde content (Ekstrand et al). 1993;69:314-7 
Fracture 
Effect of post design on resistance to fracture of endodontically 
treated teeth with complete crowns (Assif et al). 1993;69:36-40 
Radiographic and metallographic evaluation of porosity defects 
and grain structure of cast chromium cobalt removable par- 
tial dentures (Dharmar et al). 1993;69:369-73 
Repair of fractured porcelain restorations with composite 
bonded porcelain laminate contours (Berksun et al). 1993; 
69:457-8 
A silicone rubber spacer used to determine the optimum thick- 
ness for hard and resilient materials in complete dentures 
(Kutay). 1993;69:329-32 
Use of existing pontics to maintain esthetics with a transition 
prosthesis: a clinical report (Chee and Donovan). 1993;69:136-8 


Galvanism; see Electrogalvanism, intraoral 
Gingiva 
Modified rotary design instruments for controlled finish line 
crown preparation (Dimashkieh). 1993;69:120-1 (Tips) 
Glass ionomer cements 
Effect of adhesive luting agents on the marginal seating of cast 
restorations (White and Kipnis). 1993;69:28-31 
Marginal leakage of visible light-glass ionomer restorative ma- 
terials (Crim). 1993;69:561-3 
Glossectomy 
Immediate rehabilitation after total glossectomy: a clinical re- 
port (Kaplan). 1993;69:462-3 
Gold alloys 
Allergic sensitivity to several base metals: a clinical report (Bez- 
zon). 1993;69:243-4 
Comparison of the performance on prosthodontic criteria of 
several alternative alloys used for fixed crown and partial 
denture restorations: Department of Veterans Affairs Coop- 
erative Studies Project 147 (Anderson et al). 1993;69:1-8 
Intraoral galvanic corrosion: literature review and case report 
(Meyer et al). 1993;69:141-3 
Minimizing biomechanical overload in implant prostheses: a 
computerized aid to design (Monteith). 1993;69:495-502 
Spark erosion procedure: a method for extensive combined fixed 
and removable prosthodontic care (Weber and Frank). 1993; 
69:222-7 
Gutta-percha 
A dual purpose stent for the implant-supported prosthesis 
(Lima Verde and Morgano). 1993;69:276-80 
Preparation of the dowel space (Kaplowitz). 1993;69:122 (Tips) 
Gypsum; see Calcium sulfate 
Evaluation of three impression techniques for osseointegrated 
oral implants (Inturregui et al). 1993;69:503-9 


H 


Hardness 
The effect of porcelain color on the hardness of luting compos- 
ite resin cement (Cardash et al). 1993;69:620-3 
Physical property comparison of 11 soft denture lining materi- 
als as a function of accelerated aging (Dootz et al). 1993; 
69:114-9 
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Hardness tests 
Microhardness evaluation of a two-piece post and core tech- 
nique (Bailey). 1993;69:267-9 
Headache 
Effect of age and sex on craniomandibular disorders (Koidis et 
al). 1993;69:93-101 
Hearing loss, functional 
Audiometric evaluation of prosthetic ears: a preliminary report 
(Reisberg and Lipner). 1993;69:196-9 
Heat 
Comparative analysis of two techniques for soldered connectors 
(Tehini and Stein). 1993;69:16-9 
Decomposition rate of hydrogen peroxide bleaching agents un- 
der various chemical and physical conditions (Chen et al). 
1993;69:46-8 
Temperature rise at root surface during post-space preparation 
(Tjan and Abbate). 1993;69:41-5 
Hydrochloric acid 
Decomposition rate of hydrogen peroxide bleaching agents un- 
der various chemical and physical conditions (Chen et al). 
1993;69:46-8 
Hydrocolloids 
An automated water measure for mixing irreversible hydrocol- 
loid (Plack). 1993:69:345-6 (Tips) 
Hydrogen peroxide 
Decomposition ate of hydrogen peroxide bleaching agents un- 
der various chemical and physical conditions (Chen et al). 
1993;69:46-8 
Peroxide bleaches: effect of tensile strength of composite resins 
(Cullen et al). 1993;69:247-9 
Hydroxyapatites 
Compressive and diametral tensile strengths of current adhesive 
luting agents (White and Yu). 1993;69:568-72 
Local residual ridge augmentation with solid hydroxyapatite 
blocks. Part I: an animal experiment (de Wijs et al). 1993; 
69:510-3 
Local residual ridge augmentation with solid hydroxyapatite 
blocks. Part II: correction of local resorption defects in 50 pa- 
tients (de wijs et al). 1993;69:514-9 
Hypersensitivity 
Allergic sensitivity to several base metals: a clinical report (Bez- 
zon). 1993;69:243-4 


I 
Implantation, endosseous 

Abutment selection for anterior single tooth replacement: a 
clinical report (Jaggers et al). 1993;69:133-5 

Change of subgingival microflora around single-crystal sapphire 
endosseous implants after experimental ligature-induced 
plaque accumulation in monkeys (Akagawa et al). 1993; 
69:594-8 

CT scan as a radiologic data base for optimum implant orienta- 
tion (Weinberg). 1993;69:381-5 

A dual purpose stent for the implant-supported prosthesis 
(Lima Verde and Morgano). 1993;69:276-80 

Effect of post design on resistance to fracture of endodontically 
treated teeth with complete crowns (Assif et al). 1993;69:36-40 

The effects of early occlusal loading on one-stage titanium alloy 
implants in beagle dogs: a pilot study (Sagara et al). 1993; 
69:281-8 

Evaluation of three impression techniques for osseointegrated 
oral implants (Inturregui et al). 1993;69:503-9 

Five techniques for single tooth replacement on endosseous 
root-form implants (Friedman). 1993;69:582-7 

Interface histology of unloaded and early loaded partially sta- 
bilized zirconia endosseous implant in initial bone healing 
(Akagawa et al). 1993;69:599-604 


649 





THE JOURNAL OF PROSTHETIC DENTISTRY 


Implantation, endosseous—cont’d 
Modification of angulated abutments to avoid unesthestic dis- 
play of metal (McCartney et al). 1993;69:439-41 
Orbital prosthesis with a magnetically retained ocular compo- 
nent supported by osseointegrated implants (Lerner and 
Huryn). 1993;69:378-80 
Osseointegrated implant rehabilitation of the previously irradi- 
ated mandible: results of a limited trial at 3 to 7 years (Taylor 
and Worthington). 1993;69:60-9 
The philosophies of dowel diameter preparation: a literature re- 
view (Lloyd and Palik). 1993;69:32-6 
Statistical analyses on the success potential of osseointegrated 
implants: a retrospective single-dimension statistical analysis 
(Lill et al). 1993;69:176-85 
Implants 
Adhesive abutment cylinder luting (Stumpel and Quon). 1993; 
69:398-400 
Change of subgingival microflora around single-crystal sapphire 
endosseous implants after experimental ligature-induced 
plaque accumulation in monkeys (Akagawa et al). 1993; 
69:594-8 
A comparative analysis of the accuracy of implant transfer 
techniques (Hsu et al). 1993;69:588-93 
Custom screw-holding device for placement of implant prothe- 
ses (Romerowski). 1993;69:636 (Tips) 
Edentulous implants: overdenture versus fixed (DeBoer). 1993; 
69:386-90 
The effects of early occlusal loading on one-stage titanium alloy 
implants in beagle dogs: a pilot study (Sagara et al). 1993; 
69:281-8 
Local residual ridge augmentation with solid hydroxyapatite 
blocks. Part I: an animal experiment (de Wijs et al). 1993; 
69:510-3 
Local residual ridge augmentation with solid hydroxyapatite 
blocks. Part II: correction of local resorption defects in 50 pa- 
tients (de wijs et al). 1993;69:514-9 
Masseter muscle fatigue during sustained clenching in subjects 
with complete dentures, implant-supported prostheses, and 
natural teeth (Jacobs and van Steenberghe). 1993;69:305-13 
Minimizing biomechanical overload in implant prostheses: a 
computerized aid to design (Monteith). 1993;69:495-502 
Osseointegrated implant rehabilitation of the previously irradi- 
ated mandible: results of a limited trial at 3 to 7 years (Taylor 
and Worthington). 1993;69:60-9 
Prosthetic complications of extraoral implants (Arcuri et al). 
1993;69:289-92 
Removing broken abutment screws from internally threaded 
implants (Biller). 1993;69:344 (Tips) 
Surgical implant stent: a design modification and simplified 
fabrication technique (Neidlinger et al). 1993;69:70-2 
Titanium alloy cylinders in implant framework fabrication: a 
study of the cylinder-alloy interface (Carr and Brantley). 
1993;69:391-7 
Impression materials 
Cytotoxicity of impression materials (Sydiskis and Gerhardt). 
1993;69:431-5 
Effects of disinfecting irreversible hydrocolloid impressions on 
the resultant gypsum casts. Part I: surface quality (Tan et al). 
1993;69:250-7 
Marginal gap width of a new refractory porcelain system 
(McIntyre et al). 1993;69:564-7 
A study of the antimicrobial properties of impression tray ad- 
hesives (Herman). 1993;69:102-5 
Impression technique 
Evaluation of three impression techniques for osseointegrated 
oral implants (Inturregui et al). 1993;69:503-9 
An indirect procedure for making a crown under an existing 
partial denture (Silberman). 1993;69:631-3 
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Incisor 

Temperature rise at root surface during post-space preparation 

(Tjan and Abbete). 1993;69:41-5 
Infection 

Cytotoxicity of impression materials (Sydiskis and Gerhardt). 
1993;69:431-5 

Denture adhesives: cytotoxicity, microbial contamination, and 
formaldehyde content (Ekstrand et al). 1993;69:314-7 

A study of the antimicrobial properties of impression tray ad- 
hesives (Herman). 1993;69:102-5 

Inflammation 

Cellular inflammatory responses to direct restorative composite 

resins (Hansasuta et al). 1993;69:611-6 
Inlays 

Wear of ceramic inlays, their enamel antagonists, and luting ce- 

ments (Krejci et al). 1993;69:425-30 
Instruments 

An instrument for placing depth cuts into a full-contour wax-up 
(Toth). 1993;69:538-9 (Tips) 

An appliance based approach to the management of palatopha- 
ryngeal incompetency: a clinical pilot project (Wolfaardt et 
al). 1993;69:186-95 

Fakrication of a space-stippled vacuum-formed bleaching or 
fluoride carrier tray (Pipko). 1993;69:124 (Tips) 

A modified post puller (Hashem and Morgano). 1993;69:237-8 
(Tips) 

Modified rotary design instruments for controlled finish line 
crown preparation (Dimashkieh). 1993;69:120-1 (Tips) 

Scanning electron microscope analysis of tooth enamel treated 
with rotary instruments and abrasives (Arcuri et al). 1993; 
69:483-90 

A study of the antimicrobial properties of impression tray ad- 
hesives (Herman). 1993;69:102-5 

Use of tin plating instrument to strengthen the bond between 
the metal and a resin luting agent (Berté et al). 1993;69:347-9 
(Tips) 

Irrigation 

Comparison of the retention of endodontic posts after prepara- 

tion with EDTA (Burns et al). 1993;69:262-6 


J 
Jaw 
The effect of intercuspal clenching on the massateric jaw-jerk 
reflex in humans (Kossioni and Karkazis). 1993;69:605-10 
Jaw, edentulous 
Change of subgingival microflora around single-crystal sapphire 
endosseous implants after experimental ligature-induced 
plaque accumulation in monkeys (Akagawa et al). 1993; 
69:594-8 
Jaw records for the edentulous patient made easier (Talbot). 
1993;69:349-50 (Tips) 
Simplified technique of recording edentulous jaw relationship 
(Matsumoto and Kawano). 1993;69:448-50 (Tips) 
Jaw relation record 
Axiographic tracings of temporomandibular joint movements 
(Theusner et al). 1993;69:209-15 


L 
Laryngectomy 
Immediate rehabilitation after total glossectomy: a clinical re- 
port (Kaplan). 1993;69:462-3 
Leakage 
Marginal leakage of visible light-glass ionomer restorative ma- 
terials (Crim). 1993;69:561-3 
In vitro marginal leakage in varnished and lined amalgam res- 
torations (Grossman and Matejka). 1993;69:469-74 
Letters 
Letters. 1993;69:352,452-3,546 
Luting cements; see Cements 
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M 
Mandible 
Osseointegrated implant rehabilitation of the previously irradi- 
ated mandible: results of a limited trial at 3 to 7 years (Taylor 
and Worthington). 1993;69:60-9 
Osteoporosis and reduction of residual ridge in edentulous pa- 
tients (Hirai et al). 1993;69:49-56 
Mandibular condyle 
Axiographic tracings of temporomandibular joint movements 
(Theusner et al). 1993;69:209-15 
Mandibular prosthesis 
Edentulous implants: overdenture versus fixed (DeBoer). 1993; 
69:386-90 
Masseter muscle fatigue during sustained clenching in subjects 
with complete dentures, implant-supported prostheses, and 
natural teeth (Jacobs and van Steenberghe). 1993;69:305-13 
Masseter muscle 
The effect of intercuspal clenching on the massateric jaw-jerk 
reflex in humans (Kossioni and Karkazis). 1993;69:605-10 
Masseter muscle fatigue during sustained clenching in subjects 
with complete dentures, implant-supported prostheses, and 
natural teeth (Jacobs and van Steenberghe). 1993;69:305-13 
Preliminary study of electromyographic characteristics for dis- 
tinguishing centric relation and protrusion in edentulous pa- 
tients (Sheng-gen et al). 1993;69:171-5 
Masticatory muscles 
Deep thermometry of temporomandibular joint and mastica- 
tory muscle regions (Kawano et al). 1993;69:216-21 
Materials testing 
Biocompatibility: its future in prosthodontic research (Edger- 
ton and Levine). 1993;69:406-15 
Effects of thermocycling and occlusal force on the margins of 
provisional acylic resin crowns (Hung et al). 1993;69:573-7 
Maxilla 
Elimination of a food impaction problem in the posterior max- 
illary region (Wright). 1993;69:540 (Tips) 
Modification of angulated abutments to avoid unesthestic dis- 
play of metal (McCartney et al). 1993;69:439-41 
Maxillofacial prosthesis 
Edentulous implants: overdenture versus fixed (DeBoer). 1993; 
69:386-90 
Masseter muscle fatigue during sustained clenching in subjects 
with complete dentures, implant-supported prostheses, and 
natural teeth (Jacobs and van Steenberghe). 1993;69:305-13 
Tensile bond strength of maxillofacial adhesives (Polyzois et al). 
1993;69:374-7 
Metal ceramic alloys 
Allergic sensitivity to several base metals: a clinical report (Bez- 
zon). 1993;69:243-4 
Amalgam restorations: a new approach (Al-Duwairi and Hadj- 
Hamou). 1993;69:138-40 
Comparison of the adhesive strength of a Bis-GMA cement to 
tin-plated and non-tin-plated alloys (Gates et al). 1993;69: 
12-6 
Comparison of the performance on prosthodontic criteria of 
several alternative alloys used for fixed crown and partial 
denture restorations: Department of Veterans Affairs Coop- 
erative Studies Project 147 (Anderson et al). 1993;69:1-8 
Effect of adhesive metal primers on bonding a prosthetic com- 
posite resin to metals (Yoshida et al). 1993;69:357-62 
Five-year study of all-porcelain veneer fixed partial dentures 
(Denissen et al). 1993;69:464-8 
Intraoral galvanic corrosion: literature review and case report 
(Meyer et al). 1993;69:141-3 
Make luster tabs for use in matching texture of procelain sur- 
faces (Williamson and Breeding). 1993;69:536-7 (Tips) 
Marginal accuracy of metal ceramic restorations with porcelain 
facial margins (Boyle et al). 1993;69:19-27 
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Metal ceramic alloys—cont’d 
Resin-bonded fixed partial denture technique: results of a me- 
dium-term clinical follow-up investigation (Besimo). 1993; 
69:144-8 
Spark erosion procedure: a method for extensive combined fixed 
and removable prosthodontic care (Weber and Frank). 1993; 
69:222-7 
Titanium alloy cylinders in implant framework fabrication: a 
study of the cylinder-alloy interface (Carr and Brantley). 
1993;69:391-7 
Use of tin plating instrument to strengthen the bond between 
the metal and a resin luting agent (Berté et al). 1993;69:347-9 
(Tips) 
Microscopy, electron, scanning 
Measurement of composite resin filler particles by using scan- 
ning electron microscopy and digital imaging (Jaarda et al). 
1993;69:416-24 
Scanning electron microscope analysis of tooth enamel treated 
with rotary instruments and abrasives (Arcuri et al). 1993; 
69:483-90 
Microwaves 
Investigation on the compressive strength of several gypsum 
products dried by microwave oven with different programs 
(Tunger et al). 1993;69:333-9 
Microwave processing for denture relines, repairs, and rebases 
(Turck and Richards). 1993;69:340-3 
Molar 
Dentinal surface roughness: a comparison of tooth preparation 
techniques (Wahle and Wendt). 1993;69:160-4 
Mouth, edentulous 
Edentulous implants: overdenture versus fixed (DeBoer). 1993; 
69:386-90 
New technologies for the diagnosis of periodontal disease 
(Williams and Howell). 1993;69:551-7 
Osseointegrated implant rehabilitation of the previously irradi- 
ated mandible: results of a limited trial at 3 to 7 years (Taylor 
and Worthington). 1993;69:60-9 
Osteoporosis and reduction of residual ridge in edentulous pa- 
tients (Hirai et al). 1993;69:49-56 
Preliminary study of electromyographic characteristics for dis- 
tinguishing centric relation and protrusion in edentulous pa- 
tients (Sheng-gen et al). 1993;69:171-5 
A retrospective study of the effects of edentulism on the sever- 
ity rating of tardive dyskinesia (Myers et al). 1993;69:578-81 


N 
Nickel 
Allergic sensitivity to several base metals: a clinical report (Bez- 
zon). 1993;69:243-4 


Oo 
Occlusal force; see Bite force 
Occlusal splints 
Effect of a full-arch maxillary occlusal splint on parafunctional 
activity during sleep in patients with nocturnal bruxism and 
signs and symptoms of craniomandibular disorders (Holm- 
gren et al). 1993;69:293-7 
Occlusion 
Cephalometric evaluation of the changes in patients wearing 
complete dentures: a 20-year study (Douglass et al). 1993; 
69:270-5 
A method to remold worn acrylic resin posterior denture teeth 
and restore lost vertical dimension of occlusion (Hayakawa 
and Hirano). 1993;69:234-6 
Sleeve design for a fixed partial denture (Dimashkieh and 
Al-Shammery). 1993;69:8-11 
Osseointegrated implantation; see Implantation, endos- 
seous 
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Osseointegration 
CT scan as a radiologic data base for optimum implant orienta- 
tion (Weinberg). 1993;69:381-5 
Osteoporosis 
Osteoporosis and reduction of residual ridge in edentulous pa- 
tients (Hirai et al). 1993;69:49-56 
Overdenture; see Denture, overlay 


P 
Palatopharyngeal incompetence; see Velopharyngeal 
insufficiency 
Partial denture; see Denture, partial 
Periodontal diseases 
New technologies for the diagnosis of periodontal disease 
(Williams and Howell). 1993;69:551-7 
Peroxides 
Peroxide bleaches: effect of tensile strength of composite resins 
(Cullen et al). 1993;69:247-9 
Pins 
A new telescopic crown system using a soldered horizontal pin 
for removable partial dentures (Akagawaet al). 1993;69:228-31 
Removal of self-threading pins from dentin with ultrasonics 
(Wilson). 1993;69:541-2 (Tips) 
Plaque 
Change of subgingival microflora around single-crystal sapphire 
endosseous implants after experimental ligature-induced 
plaque accumulation in monkeys (Akagawa et al). 1993; 
69:594-8 
Polishing 
Scanning electron microscope analysis of tooth enamel treated 
with rotary instruments and abrasives (Arcuri et al). 1993; 
69:483-90 
Polycarboxylate cement 
Effect of adhesive luting agents on the marginal seating of cast 
restorations (White and Kipnis). 1993;69:28-31 
Polymers 
Physical property comparison of 11 soft denture lining materi- 
als as a function of accelerated aging (Dootz et al). 1993; 
69:114-9 
Porcelain 
An instrument for placing depth cuts into a full-contour wax-up 
(Toth). 1993;69:538-9 (Tips) 
The effect of porcelain color on the hardness of luting compos- 
ite resin cement (Cardash et al). 1993;69:620-3 
Five-year study of all-porcelain veneer fixed partial dentures 
(Denissen et al). 1993;69:464-8 
Fluorescence of dental porcelain (Monsénégo et al). 1993; 
69:106-13 
Make luster tabs for use in matching texture of procelain sur- 
faces (Williamson and Breeding). 1993;69:536-7 (Tips) 
Marginal accuracy of metal ceramic restorations with porcelain 
facial margins (Boyle et al). 1993;69:19-27 
Marginal gap width of a new refractory porcelain system 
(McIntyre et al). 1993;69:564-7 
Removal of partially or fully polymerized resin from porcelain 
veneers (Della Bona and Barghi). 1993;69:443-4 (Tips) 
Removing a cemented fixed prosthesis using a crown remover 
(Williamson and Breeding). 1993;69:634-5 
Repair of fractured porcelain restorations with composite 
bonded porcelain laminate contours (Berksun et al). 1993; 
69:457-8 
Repeatability of a specially designed intraoral colorimeter 
(Goldstein and Schmitt). 1993;69:616-9 
Porosity 
Radiographic and metallographic evaluation of porosity defects 
and grain structure of cast chromium cobalt removable par- 
tial dentures (Dharmar et al). 1993;69:369-73 
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Premolar; see Biscupid 
Prosthesis design 
Biocompatibility: its future in prosthodontic research (Edger- 
ton and Levine). 1993;69:406-15 
A dual purpose stent for the implant-supported prosthesis 
(Lima Verde and Morgano). 1993;69:276-80 
Effect of design of prefabricated post heads on core materials 
(Chang and Millshein). 1993;69:475-82 
A flexible lingual clasp as an esthetic alternative: a clinical re- 
port (Pardo-Mindan). 1993;69:245-6 
Minimizing biomechanical overload in implant prostheses: a 
computerized aid to design (Monteith). 1993;69:495-502 
A new device for blockout procedures in rotational path remov- 
able partial dentures (Luk and Chen). 1993;69:491-4 
New surgical obturator prosthesis for hemimaxillectomy pa- 
tients (Didier et al). 1993;69-520-3 
Removable partial denture framework try-in (Wong et al). 
1993;69:363-8 
Simplified fabrication of orbital prostheses using posterior 
attachment for the artificial eye (Shifman). 1993;69:73-6 
Surgical implant stent: a design modification and simplified 
fabrication technique (Neidlinger et al). 1993;69:70-2 
Prosthesis failure 
Use of existing pontics to maintain esthetics with a transition 
prosthesis: a clinical report (Chee and Donovan). 1993;69:136-8 
Prosthodontics 
Biocompatibility: its future in prosthodontic research (Edger- 
ton and Levine). 1993;69:406-15 
A dual purpose stent for the implant-supported prosthesis 
(Lima Verde and Morgano). 1993;69:276-80 
Effects of disinfecting irreversible hydrocolloid impressions on 
the resultant gypsum casts. Part I: surface quality (Tan et al). 
1993;69:250-7 
Influence of salivary levels of mutans streptococci on coloniza- 
tion of crown margins: a longitudinal study (K6éhler and Hag- 
er). 1993;69:524-8 
Prosthodontic management of temporomandibular disorders 
and orofacial pain (Litvak and Malament). 1993;69:77-84 
Spark erosion procedure: a method for extensive combined fixed 
and removable prosthodontic care (Weber and Frank). 1993; 
69:222-7 
A study of the antimicrobial properties of impression tray ad- 
hesives (Herman). 1993;69:102-5 
A technique to reposition dies on the working model during fixed 
prosthodontic procedures (Koka and Linebaugh). 1993; 
69:537-8 (Tips) 
Pulp 
Temperature rise at root surface during post-space preparation 
(Tjan and Abbate). 1993;69:41-5 


R 
Radiation 
Investigation on the compressive strength of several gypsum 
products dried by microwave oven with different programs 
(Tunger et al). 1993;69:333-9 
Radiography 
Radiographic and metallographic evaluation of porosity defects 
and grain structure of cast chromium cobalt removable par- 
tial dentures (Dharmar et al). 1993;69:369-73 
Reader’s round table 
Letters. 1993;69:352,452-3,546 
Research and education 
Research and education. 1993;69:102-5,216-21,314-28,406-35, 
524-8,611-29 
Resins; see also Composite resins 
Amalgam restorations: a new approach (Al-Duwairi and Hadj- 
Hamou). 1993;69:138-40 
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Resins—cont’d 

Comparison of the adhesive strength of a Bis-GMA cement to 
tin-plated and non-tin-plated alloys (Gates et al). 1993;69:12-6 

Dentinal surface roughness: a comparison of tooth preparation 
techniques (Wahle and Wendt). 1993;69:160-4 

Effect of tinfoil substitute contamination on adhesion of resin 
denture tooth to its denture base (Catterlin et al). 1993;69:57-9 

A method to remold worn acrylic resin posterior denture teeth 
and restore lost vertical dimension of occlusion (Hayakawa 
and Hirano). 1993;69:234-6 

Protection of recent extraction sites when fabricating immedi- 
ate acrylic interim fixed restorations (Toothaker and Nagy). 
1993;69:232-3 

Removal of partially or fully polymerized resin from porcelain 
veneers (Della Bona and Barghi). 1993;69:443-4 (Tips) 

Removal of resin-bonded fixed partial dentures (Hayes and 
Wiley). 1993;69:445 (Tips) 

A resin-bonded conversion attachment for the reversal of key/ 
keyway position in a nonrigid connector (Appleby and Dietz). 
1993;69:121-2 (Tips) 

Resin-bonded fixed partial denture technique: results of a me- 
dium-term clinical follow-up investigation (Besimo). 1993; 
69:144-8 

Retentive properties of a threaded split post with attachment 
sleeves cemented with various luting agents (Cohen et al). 
1993;69:149-54 

Saucer-shaped cavity preparation for composite resin restora- 
tions in class II carious lesions: three-year results (Nordbo et 
al). 1993;69:155-9 

Simplified fabrication of orbital prostheses using posterior 
attachment for the artificial eye (Shifman). 1993;69:73-6 

Use of tin plating instrument to strengthen the bond between 
the metal and a resin luting agent (Berté et al). 1993;69:347-9 
(Tips) 

Restoration, permanent 

Abutment selection for anterior single tooth replacement: a 
clinical report (Jaggers et al). 1993;69:133-5 

Alternatives to posterior complete crowns: integrating founda- 
tions with cuspal protection (Schorr et al). 1993;69:165-70 

Amalgam restorations: a new approach (Al-Duwairi and Hadj- 
Hamou). 1993;69:138-40 

Cellular inflammatory responses to direct restorative composite 
resins (Hansasuta et al). 1993;69:611-6 

Comparison of the performance on prosthodontic criteria of 
several alternative alloys used for fixed crown and partial 
denture restorations: Department of Veterans Affairs Co- 
operative Studies Project 147 (Anderson et al). 1993;69: 
1-8 

Custom characterization of the provisional restoration (Cho and 
Chee). 1993;69:529-32 

Dentinal surface roughness: a comparison of tooth preparation 
techniques (Wahle and Wendt). 1993;69:160-4 

Engraved fixed restorations to facilitate identification in foren- 
sic dentistry (Dimashkieh and Al-Shammery). 1993;69:533-5 

Five techniques for single tooth replacement on endosseous 
root-form implants (Friedman). 1993;69:582-7 

Fracture toughness of posterior composite resins fabricated by 
incremental layering (Kovarik and Ergle). 1993;69:557-60 

Marginal accuracy of metal ceramic restorations with porcelain 
facial margins (Boyle et al). 1993;69:19-27 

Marginal gap width of a new refractory porcelain system 
(McIntyre et al). 1993;69:564-7 

The philosophies of dowel diameter preparation: a literature re- 
view (Lloyd and Palik). 1993;69:32-6 

Protection of recent extraction sites when fabricating immedi- 
ate acrylic interim fixed restorations (Toothaker and Nagy). 
1993;69:232-3 
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Restoration, permanent—cont’d 
Repair of fractured porcelain restorations with composite 
bonded porcelain laminate contours (Berksun et al). 1993; 
69:457-8 
Restoring a calcified tooth with a cast pin-retained gold dome 
as support for a fixed prosthesis: a clinical report (Lee). 
1993;69:459-61 
Soft tissue cast aids in establishing interproximal contours for 
restorations (Williamson et al). 1993;69:630-1 
In vitro marginal leakage in varnished and lined amalgam res- 
torations (Grossman and Matejka). 1993;69:469-74 
Restoration, temporary 
Protection of recent extraction sites when fabricating immedi- 
ate acrylic interim fixed restorations (Toothaker and Nagy). 
1993;69:232-3 
Retention 
Comparison of the retention of endodontic posts after prepara- 
tion with EDTA (Burns et al). 1993;69:262-6 
Denture adhesives: cytotoxicity, microbial contamination, and 
formaldehyde content (Ekstrand et al). 1993;69:314-7 
Five techniques for single tooth replacement on endosseous 
root-form implants (Friedman). 1993;69:582-7 
Prosthetic complications of extraoral implants (Arcuri et al). 
1993;69:289-92 
Retentive characteristics of an internally threaded post system 
(Laurell and O’Neilly). 1993;69:258-61 
Retentive properties of a threaded split post with attachment 
sleeves cemented with various luting agents (Cohen et al). 
1993;69:149-54 
Saucer-shaped cavity preparation for composite resin restora- 
tions in class II carious lesions: three-year results (Nordbo et 
al). 1993;69:155-9 
Use of the University of Barcelona gauge in the design of direct 
retainers (Samso et al). 1993;69:446-7 (Tips) 
Root canal; see Dental pulp cavity 
Root canal irrigants 
Comparison of the retention of endodontic posts after prepara- 
tion with EDTA (Burns et al). 1993;69:262-6 


Ss 
Salivary glands 
A method for measuring secretions from the palatal minor sal- 
ivary glands (Shern et al). 1993;69:624-9 
Scanning electron microscopy; see Microscopy, electron, 
scanning 
Sex 

Effect of age and sex on craniomandibular disorders (Koidis et 

al). 1993;69:93-101 
Silicones 

Dentinal surface roughness: a comparison of tooth preparation 
techniques (Wahle and Wendt). 1993;69:160-4 

Marginal gap width of a new refractory porcelain system 
(McIntyre et al). 1993;69:564-7 

Physical property comparison of 11 soft denture lining materi- 
als as a function of accelerated aging (Dootz et al). 1993; 
69:114-9 

Repair of urethane silicone prosthéses (Lemon et al). 1993; 
69:344-5 (Tips) 

A silicone rubber spacer used to determine the optimum thick- 
ness for hard and resilient materials in complete dentures 
(Kutay). 1993;69:329-32 

Tensile bond strength of maxillofacial adhesives (Polyzois et al). 
1993;69:374-7 

Silver 

Intraoral galvanic corrosion: literature review and case report 

(Meyer et al). 1993;69:141-3 
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Silver—cont’d 
In vitro marginal leakage in varnished and lined amalgam res- 
torations (Grossman and Matejka). 1993;69:469-74 
Skull, surgery 
Effect of lateral cranial base surgery on temporomandibular 
joint function (Alsawaf et al). 1993;69:200-8 
Sodium hydroxide 
Decomposition rate of hydrogen peroxide bleaching agents un- 
der various chemical and physical conditions (Chen et al). 
1993;69:46-8 
Soldering 
Comparative analysis of two techniques for soldered connectors 
(Tehini and Stein). 1993;69:16-9 
Stainless steel 
A comparative analysis of the accuracy of implant transfer 
techniques (Hsu et al). 1993;69:588-93 
Retentive characteristics of an internally threaded post system 
(Laurell and O’Neilly). 1993;69:258-61 
Retentive properties of a threaded split post with attachment 
sleeves cemented with various luting agents (Cohen et al). 
1993;69:149-54 
Stents 
A dual purpose stent for the implant-supported prosthesis 
(Lima Verde and Morgano). 1993;69:276-80 
Surgical implant stent: a design modification and simplified 
fabrication technique (Neidlinger et al). 1993;69:70-2 
Streptococcus mutans 
Influence of salivary levels of mutans streptococci on coloniza- 
tion of crown margins: a longitudinal study (Kéhler and Hag- 
er). 1993;69:524-8 


Tardive dyskinesia; see Dyskinesia, drug-induced 
Technology 
Dental technology. 1993;69:106-19,222-36,329-43,436-41,529- 
35,630-5 
Temperature 
Temperature rise at root surface during post-space preparation 
(Tjan and Abbate). 1993;69:41-5 
Temporal muscle 
Deep thermometry of temporomandibular joint and mastica- 
tory muscle regions (Kawano et al). 1993;69:216-21 
Preliminary study of electromyographic characteristics for dis- 
tinguishing centric relation and protrusion in edentulous pa- 
tients (Sheng-gen et al). 1993;69:171-5 
Temporomandibular joint 
Axiographic tracings of temporomandibular joint movements 
(Theusner et al). 1993;69:209-15 
Deep thermometry of temporomandibular joint and mastica- 
tory muscle regions (Kawano et al). 1993;69:216-21 
Effect of lateral cranial base surgery on temporomandibular 
joint function (Alsawaf et al). 1993;69:200-8 
Temporomandibular joint sounds in asymptomatic volunteers 
(Tallents et al). 1993;69:298-304 
Temporomandibular joint 
Dental factors associated with temporomandibular joint sounds 
(Wabeke and Spruijt). 1993;69:401-15 
Temporomandibular joint syndrome 
Prosthodontic management of temporomandibular disorders 
and orofacial pain (Litvak and Malame: t). 1993;69:77- 
84 
Tensile strength 
Compressive and diametral tensile strengths of current adhesive 
luting agents (White and Yu). 1993;69:568-72 
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Tensile strength—cont’d 
Physical property comparison of 11 soft denture lining materi- 
als as a function of accelerated aging (Dootz et al). 1993; 
69:114-9 
Tensile bond strength of maxillofacial adhesives (Polyzois et al). 
1993;69:374-7 
Tin 
Comparison of the adhesive strength of a Bis-GMA cement to 
tin-plated and non-tin-plated alloys (Gates et al). 1993;69:12-6 
Effect of tinfoil substitute contamination on adhesion of resin 
denture tooth to its denture base (Catterlin et al). 1993;69:57-9 
Use of tin plating instrument to strengthen the bond between 
the metal and a resin luting agent (Berté et al). 1993;69:347-9 
(Tips) 
Tips from readers 
Tips from our readers. 1993;69:120-5,237-9,344-50,442-50,536- 
45,636 
Titanium 
Adhesive abutment cylinder luting (Stumpel and Quon). 1993; 
69:398-400 
Effect of design of prefabricated post heads on core materials 
(Chang and Millshein). 1993;69:475-82 
The effects of early occlusal loading on one-stage titanium alloy 
implants in beagle dogs: a pilot study (Sagara et al). 1993; 
69:281-8 
Titanium alloy cylinders in implant framework fabrication: a 
study of the cylinder-alloy interface (Carr and Brantley). 
1993;69:391-7 
Tomography, x-ray computed 
CT scan as a radiologic data base for optimum implant orienta- 
tion (Weinberg). 1993;69:381-5 
A dual purpose stent for the implant-supported prosthesis 
(Lima Verde and Morgano). 1993;69:276-80 
Tooth abrasion 
Scanning electron microscope analysis of tooth enamel treated 
with rotary instruments and abrasives (Arcuri et al). 1993; 
69:483-90 
Tooth bleaching 
Bleaching: is it safe and effective? (Goldstein and Kiremidjian- 
Schumacher). 1993;69:325-8 
Decomposition rate of hydrogen peroxide bleaching agents un- 
der various chemical and physical conditions (Chen et al). 
1993;69:46-8 
Peroxide bleaches: effect of tensile strength of composite resins 
(Cullen et al). 1993;69:247-9 
Tooth calcification 
Restoring a calcified tooth with a cast pin-retained gold dome 
as support for a fixed prosthesis: a clinical report (Lee). 
1993;69:459-61 
Tooth eruption 
Esthetic veneers for use with forced eruption procedures (Hum- 
mel). 1993;69:346-7 (Tips) 
Tooth extraction 
Modified rotary design instruments for controlled finish line 
crown preparation (Dimashkieh). 1993;69:120-1 (Tips) 
Protection of recent extraction sites when fabricating immedi- 
ate acrylic interim fixed restorations (Toothaker and Nagy). 
1993;69:232-3 
Tooth root 
Temperature rise at root surface during post-space preparation 
(Tjan and Abbate). 1993;69:41-5 


U 


Ultrasonics 
Removal of self-threading pins from dentin with ultrasonics 
(Wilson). 1993;69:541-2 (Tips) 
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Urethane 
Repair of urethane silicone prostheses (Lemon et al). 1993; 
69:344-5 (Tips) 


V 
Velopharyngeal insufficiency 
An appliance based approach to the management of palatopha- 
ryngeal incompetency: a clinical pilot project (Wolfaardt et 
al). 1993;69:186-95 
Veneers 
An instrument for placing depth cuts into a full-contour wax-up 
(Toth). 1993;69:538-9 (Tips) 
Esthetic veneers for use with forced eruption procedures (Hum- 
mel). 1993;69:346-7 (Tips) 
Expeditious delivery of full veneer crowns (Waddell). 1993; 
69:539-40 (Tips) 
Five-year study of all-porcelain veneer fixed partial dentures 
(Denissen et al). 1993;69:464-8 
Removal of partially or fully polymerized resin from porcelain 
veneers (Della Bona and Barghi). 1993;69:443-4 (Tips) 
Repair of fractured porcelain restorations with composite 
bonded porcelain laminate contours (Berksun et al). 1993; 
69:457-8 
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Veneers—cont’d 
Sleeve design for a fixed partial denture (Dimashkieh and 
Al-Shammery). 1993;69:8-11 


Ww 
Waxes 
A method to remold worn acrylic resin posterior denture teeth 
and restore lost vertical dimension of occlusion (Hayakawa 
and Hirano). 1993;69:234-6 


Z 
Zinc phosphate cement 
Compressive and diametral tensile strengths of current adhesive 
luting agents (White and Yu). 1993;69:568-72 
Retentive properties of a threaded split post with attachment 
sleeves cemented with various luting agents (Cohen et al). 
1993;69:149-54 
Zirconium 
Interface histology of unloaded and early loaded partially sta- 
bilized zirconia endosseous implant in initial bone healing 
(Akagawa et al). 1993;69:599-604 





